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These Trowels are made from the finest bright polished spring tempered 
steel. The polished bronze shank is silver brazed securely to the blade. 
Trowels are dipped in wax to prevent rusting, and wrapped in wax pa- 
per to prevent scratching. 
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No. 184 


Tuck Pointer Trowel 


Length of Blade, inches 512 

Width of Blade, inches % 
Weight, per doz. lbs. . . 2 3 A 
Packed Half Dozen in Box 


No. 180 London Brick Trowel 

Length of Blade, inches . . 10" 10 Vi 

Width of Blade at H:el . 4 7 /s" 4% 

Weight, per doz. lbs 10 IOV 2 

Packed Half Dozen in Box 


No. 185 Margin Trowel 

Length of Blade, inches 

Width of Blade, inches 1 Va‘ 

Weight, per doz. lbs 3 

Packed Half Dozen in Box 


